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OURPRESDMS 


.G^as 


From  Washington  to  Harding, 

They  have  all  been  brave  and  true; 

The  Nation's  Roll  of  Honor 
Is  pictured  here  for  you. 


Copyright  applied  for,  1922,  by 

EASTMAN  AND  EASTMAN 

New  York 

1922 
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GEORGE  WASHINGTON 

FIRST  PRESIDENT  OF  THE  UNITED  STATES 

Born  at  Bridges  Creek,  Westmoreland  County,  Virginia, 

February  22,  1732 

Inaugiiraleil  President,  April  'M).  1789. 

Served  Eight  Years  Until  jNIarcli  4.  1797. 

Died  December  17,  1799. 

Buried  at  Mount  Vernon,  Virginia 


JOHN  ADAMS 


SECOND  PRESIDENT  OF  THE  UNITED  STATES 

Born  in  Braintree,  Massachusetts,  October  19,  1735 
Inaugurated  President,  March  4,  1797 
Served  Four  Years  Until  March  4,  1801 
Died  July  4,  1826 


THOMAS  JEFFERSON 

THIRD  PRESIDENT  OF  THE  UNITED  STATES 

Born  at  Shadwell,  An)emarle  County,  Virginia,  April  13,  1743 

Inaugurated  President,  March  4,  1801 

Served  Eight  Years  Until  March  4.  1809 

Died  Julv  4.  1826 


JAMES  MADISON 

FOURTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  at  Port  Conway,  King  George  County,  Virginia,  March  5,  1751 

Inaugurated  President,  March  4,  1809 

Served  Eight  Years  Until  March  4,  1817 

Died  June  28,  1836 


JAMES  MONROE 


FIFTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  in  Westmoreland  County,  Virginia,  April  18.  17S8 

Inaugurated  President,  March  4,  1817 

Served  Eight  Years  Until  March  4,  1825 

Died  J  uK  4.  1831 


JOHN  QUINCY  ADAMS 

(Son  of  "John  Adams'",  our  second  President) 

SIXTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  in  Braintree,  Massachusetts,  July  11,  1767 

Inaugurated  President  March  4,  1825 

Served  Four  Years  Until  March  4,  1829 

Died  February  23,  1848 


ANDREW  JACKSON 

SEVENTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  in  Waxsaw,  South  Carolina,  March  15,  1767 

Inaugurated  President.  March  4.   1829 

Served  eight  years  until  March  4.   1837 

Died  June  8,  1845 


MARTIN  VAN  BUREN 

EIGHTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  at  Kinderhook,  New  York,  December  5,  1782 

Inaugurated  President  March  4,  1837 

Served  Four  Years  Until  March  4,  1841 

Died  Julv  24.  1862 


WILLIAM  HENRY  HARRISON 

NINTH  PRESIDExNT  OF  THE  UNITED  STATES 

Born  at  Berkley,  on  James  River,  near  Rielimond,  Virjjinia 
February  9,  1.773 

Inaugurated  President,  March  4.  1841 
He  served  one  month,  a  sudden  attack  of  pneumonia  causing  his  death  on 

April  4.  1841 


JOHN  TYLER 

TENTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  near  Charles  City,  Virginia,  March  29,  1790 

Became  President  on  April  6,  1841,  due  to  the  death  of  President  Harrison 

Served  Until  March  4,  1845 
Died  January  18,  1862 


JAMES  KNOX  POLK 

ELEVENTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  in  Mecklenburg  County,  North  Carolina,  November  2,  1795 

Inaugurated  President,  March  4,  1845 

Served  Four  Years  Until  March  4.  1849 

Died  June   18.   1849 


ZACHARY  TAYLOR 

TWELFTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  in  Orange  County,  Virginia,  November  24,  1784 

Inaugurated  President,  March  4,  1849 

Served  Until  His  Death,  sixteen  months  later,  on  July  9,  1850 


MILLARD  FILLMORE 

THIRTEENTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  at  Summer  Hill,  Cuyiiga  County,  New  York.  January  7.  1800 

Became  Prei«i(leiit  on  July  10.  18r>().  due  to  tlie  «l«>iith  of  President    lavlor 

Served  Until  Mareli  4.  187^^ 

Died  March  4.  1874 


FRANKLIN  PIERCE 

FOURTEENTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  at  Hillsborough,  New  Hampshire,  November  23,  1804 

Inaugurated  President,  March  4,  1853 

Served  Four  Years  Until  March  4,  1857 

Died  October  8,  1869 


JAMES  BUCHANAN 

FIFTEENTH  PRESIDENT  OF  THE  UNITED  STATES 
Born  at  Cove  Gap,  near  Mercersburg,  Pennsylvania,  April  23,  1791 

Inaugurated  President,  March  4.   1857 

Served  Four  Years  Until  March  4.  1861 

Died  June   1.  1868 


ABRAHAM  LINCOLN 

SIXTEENTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  on  Big  South  Fork  of  Nolin  Creek,  three  miles  from 

Hodgensville,  Kentucky,  February  12,  1809 

Inaugurated  President,  March  4,  1861 

He  was  shot  in  Ford's  Theatre,  at  Washington,  D.  C,  on  the  night  of 

April  14,  1865,  by  John  Wilkes  Booth. 

He  died  on  the  morning  of  April  15,  1865. 

Buried  in  Oak  Ridge  Cemetery,  Springfield,  Illinois 


ANDREW  JOHNSON 

SEVENTEENTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  in  Raleigh,  North  Carolina.  December  29,  1808 
Became  President  on  April  16,  1865,  due  to  the  death  of  President  Lincoln 
Served  Until  March  4.  1869 
Died  Jiilv  30.  187.) 


ULYSSES  S.  GRANT 

EIGHTEENTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  at  Port  Pleasant,  Ohio,  April  27,  1822 

Inaugurated  President,  March  4,  1869 

Served  Eight  Years  Until  March  4,  1877 

Died  July  23,  1885 

Buried  in  Grant's  Tomb,  Riverside  Drive,  New  York  City 


RUTHERFORD  B.  HAYES 

NINETEENTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  in  Delaware,  Ohio,  October  4,  1822 

Inaugurated  President,  March  4,  1877 

Served  Four  Years  Until  March  4.  1881 

Died  January  13,  1893 


JAMES  A.  GARFIELD 

TWENTIETH  PRESIDENT  OF  THE  UNITED  STATES 

Born  in  Cuyahoga  County,  Ohio,  November  19,  1831 

Inaugurated  President,  March  4,  1881 

He  was  shot  by  Charles  Jules  Guiteau,  a  political  crank,  on  July  2.  1881. 

He  died  from  that  wound  on  September  19,  1881. 


CHESTER  ALLAN  ARTHUR 

TWENTY-FIRST  PRESIDENT  OF  THE  UNITED  STATES 

Born  at  Fairfield,  Franklin  County,  Vermont.  October  5,  1830 
Became  President  on  September  20.  1881.  due  to  tbe  death  of  President  Garfield 

Served  Intil  March  4.  188:> 
Died  November  18.  1886 


GROVER  CLEVELAND 

TWENTY-SECOND  PRESIDENT  OF  THE  UNITED  STATES 

Born  in  Caldwell,  New  Jersey,  March  18,  1837 

Inaugurated  President,  March  4,  1885 

Served  Until  March  4,  1889 

He  was  elected  again,  four  years  later,  and  inaugurated  March  4,  1893 

Served  Until  March  4,  1897 

Died  June  24,  1908 


BENJAMIN  HARRISON 

TWENTY-THIRD  PRESIDENT  OF  THE  UNITED  STATES 

Born  at  North  Bend,  Ohio,  August  20,  1833 
Inaugurated  President,  March  4.  1889 
Served  Four  Years  Until  March  4,  1893 
.     Died  March  13.  1901 


WILLIAM  McKINLEY 

TWENTY-FOURTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  at  Niles,  Ohio,  January  28,  1843 

Inaugurated  President,  March  4,  1897 

Four  years  later  he  was  inaugurated  again,  on  March  4,  1901.     On  September  6, . 

1901,  at  the  Buffalo,  Pan-American  Exposition,  he  was  shot  by  the 

anarchist,  Leon  F.  Czolgosz.    He  died  of  that  wound  on 

September  14,  1901. 
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THEODORE  ROOSEVELT 

TWENTY-FIFTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  in  New  York  City,  October  27,  1858 

Became  President  September  15.  1901,  due  to  the  death  of  President  McKinley. 

Served  out  that  term,  aud  in  1904  was  elected  President  by  the  largest 

majority  ever  given  a  candidate. 

Served  Until  March  4.  1909 

Died  January  6.  1919 
Buried  at  Oyster  Bay.  New  York 


WILLIAM  HOWARD   TAFT 

TWENTY-SIXTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  in  Cincinnati,  Ohio,  September  15,  1857 
Inaugurated  President,  March  4,  1909 
Served  Four  Years  Until  March  4,  1913 
Now  Chief  Justice  of  the  United  States  Supreme  Court 


WOODROW  WILSON 

TWENTY-SEVENTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  at  Staunton,  Virginia,  December  28,  1859 

Inaugurated  President  March  4,  1913 

Served  Eight  Years  Until  March  4.  1921 

Our  President  During  the  World  War 

Now  Living  in  Washington.  D.  C. 


©  Underwood  &  Underwoo 

WARREN  G.  HARDING 

TWENTY-EIGHTH  PRESIDENT  OF  THE  UNITED  STATES 

Born  in  Corsica,  Morrow  County,  Ohio,  November  2,  1865 

Inaugurated  President  March  4,  1921 

OUR  PRESENT  PRESIDENT 
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